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A consolidation of the indexes of the six 
wssues of FIRE JOURNAL published in 1980 


Each page reference consists of two numbers separated by a colon. The number 
preceding the colon identifies the issue (1: January; 2: March; 

USING THE INDEX: 3: May; 4: July; 5: September; 6: November). The page number in the issue 
follows the colon. 


EXAMPLE — 4:33 refers to the July issue, page 33. 


Subject Index 


AEROSOL CAN-FILLING PLANT Fire: 
Illinois, April 1980. 5:20 
Air-ConpiTioninG UNit: 
Sound from Louder Than Smoke Alarm. 2:17 
AmrcraFt Fire: 
Miami, Fla., Oct. 26, 1979. 2:22 
AIRPLANE CRASH: 
Mexico, October 1979. 4:20 
ALABAMA: 
Dwelling Fire, Jan. 15, 1980. 4:68 
Repair Plant Fire, December 1979. 3:20 
ALARM DELAYED: 
Building Managers Looked for Fire First. 4:72 
Building Under Construction. 5:21 
Caller Had No Money for Pay Phone. 4:90 
Central Station Verified Fire Before Reporting It 3:30 
Discoverer Did Not Know Location of Alarm Boxes. 3:20 
Employee Fought Fire. 6:21, 28 
Employee Thought Someone Else Called Fire Department. 6:19 
Employees Tried to Fight Fire. 1:19 
Family Members Try to Help Victim. 3:17 
Fire Department Told to Disregard Alarm. 2:19 
Phone Out of Order. 3:18 
Staff Tried to Fight Fire. 
Telephone Lines Disabled. 
Telephone Not Working. 
Telephone Out of Order. 2:21 
Workers Tried to Remove Heat Source. 6:18 
ALARM SysTEM: 
Failure Due to Exposure. 3:26 
Ineffective. 1:56 
Out of Service. 2:19 
ALARMS, Fire: 
Lack of Provisions for, Factor in Deaths. 3:27 
AMMUNITION: 
Fire Involving. 4:19 
ANN Arsor, MICH.: 
Flammable Liquids Storage Plant Fire. 6:32 
APARTMENT Bui.pinc Fires (See also Apartment Complex Fires) 
Arlington County, Va., Feb. 6, 1980. 4:70 
California, August 1979. 4:17 
Los Angeles, Calif., Oct. 29, 1979. 2:19 
Maryland, April 1980. 6:18 
Texas. December 1979. 4:18 
Wichita, Kans., Aug. 15, 1979. 2:19 
Wisconsin, August 1979. 4:18 
APARTMENT COMPLEX Fires: 
Houston, Tex., July 31, 1979. 1: 
Texas, July 1980. 6:18 
APARTMENT Fire (See also Condominium Fire): 
Williamsburg, Va., Oct. 13, 1979. 2:19 


APARTMENT-FOR-ELDERLY Firt 


Charleston, W. Va., Aug. 7, 1979. 2:19 
Aqueous FiLM-ForMING FoaM 
Satisfactory Performance. 1:20 


ARCHITECTS AND BuiLpers, For 


Home Insulation. 1:15 
ARKANSAS 
Telephone Exchange Building Fire, Jan. 17, 1979. 5:7. 
ARLINGTON County, VA 
Apartment House Fire, Feb. 6, 1980. 4:70 
ARLINGTON, TEX 
Warehouse Fire, June 29, 1979. 1:20; 5:80 
Arson (See also Incendiary [Suspicious] Fires) 
Early-Warning System for. 2:74 
Extent of in United States. 4:40 
Motives for. 4:41 
New Haven’s Program to Combat 
ATTIC 
Fire Spread Through. 4:17, 18 
Undivided, Fire Spread Through. 4:20, 66; 6:17 
AUDITORIUM Fire 
Texas, Jan. 6, 1979. 5:71 
Austin, MINN.: 
Hotel Fire, Jan. 5, 1979. 4:69 
AUTOMOBILE 
Exhaust from Ignites Combustibles in Garage 
AUTOMOBILE Fire (See also Truck Fire) 
North Carolina, April 1980. 6:19 
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Bacxprart Expuosions. 3:18 
Bay Area Rapip TRANsIT Fire: 
Recommendations of Board of Inquiry. 3:51 
San Francisco, Calif., January 1979. 3:51 
BEDDING: 
Fire Involving. 4:17, 18; 6:17 
Material First Ignited in Multiple-Death Fires 
BrssEMER, ALA.: 
Dwelling Fire, Jan. 15, 1979. 4:68 
Beverty Hitis Supper Cius Fire: 
Human Behavior During. 3:37 
BiMmonTHLY Fire Recorp. 1:17; 2:17; 3:17; 4:17; 5:17 
BLEVE 
Ann Arbor, Mich., June 7, 1979. 6:32 
Boarpinc Home Fires 
Connecticut, June 1980. 6:17 
Connellsville, Pa., April 1979. 4:63, 87 
Farmington, Mo., April 2, 1979. 4:66, 87 
Jackson, Tenn., Jan. 26, 1979. 4:69 
Pioneer, Ohio, Nov. 11, 1979. 4:28 
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Brap.ey JUNCTION, FLa.: 
Fuel Tank Explosion. 6:91 
Brentwoopo, Mb.: 
Warehouse Fire, March 3, 1979. 5:80 
British Cotumsia, CANADA: 
Paper Mill Fire, November 1979, 3:19 
Brush Fines: 
Los Angeles, Calif., Sept. 11-13, 1979. 5:80 
Los Angeles, Calif., Sept. 16, 1979. 2:22 
BUILDING-UNDER-CONSTRUCTION Fines: 
California, August, 1979. 4:20 
Oregon, January 1980. 5:21 
BuILDINGS-UNDER-CONSTRUCTION Fire: 
Dallas, Tex., Sept. 16, 1979. 2:22 
Buk Storace PLANT Fires: 
Fuel Oil, Ypsilanti, Mich., June 26, 1979. 6:33 
Gasoline, Ann Arbor, Mich., June 7, 1979. 6:32 
Illinois, Dec. 19, 1979. 5:72 
Burns: 
Facts About. 1:35 
How to Treat Them. 1:37 
Solving the Problem of. 3:5 


Cc 


CALiForNia: 
Apartment Building Fire, August 1979. 4:17 
Apartment Building Fire, Oct. 29, 1979. 2:19 
Apartment-Complex-under-Construction Fire, August 1979. 4:20 
Brush Fire, Sept. 11-13, 1979. 5:80 
Brush Fire, Sept. 16, 1979. 2:22 
College Laboratory Fire, February 1979. 3:17 
Condominium-under-Construction Fire, March 1980. 
Condominium Fire, June 9, 1979. 5:72 
Dwelling Fire, December 1979. 4:17 
Dwelling Fire, May 8, 1979. 4:69 
Electronics Manufacturing Plant Fire, Oct. 24, 1979. 
Grocery Store Fire, June 16 & 21, 1979. 1:18 
Hospital Fire, July 1979. 4:17 
Manufacturing Plant Fire, July 1980. 6:20 
Manufacturing Plant Fire, Aug. 30, 1979. 2:21 
Oil Tank Farm Fire, September 1979. 4:20 
Packing Plant Fire, May 10, 1979. 5:75 
Paper Products Warehouse Fire, Aug. 15, 1979. 1:19 
Rapid Transit Fires, January 1979. 3:51, 56, 59 
Tank Farm Fire, Dec. 3, 1979. 5:80 
Tank Farm Fire, December 1979. 6:20 
Campripce, Ono: 
Hotel Fire, July 31, 1979. 1:52; 4:67 
Campus FIreESAFETY: 
Fire Protection at Princeton University. 3:128 Teaching Firesafety on 
Campus. 1:11 
What's Happening in Campus Firesafety ... An Update. 6:11 
CaNapa: 
British Columbia, Paper Mill Fire, November 1979. 3:19 
Montreal, Hospital Fire, May 30, 1980. 6:26 
Ontario, Church Fire, Oct. 11, 1979. 2:17 
Quebec, Shopping Center Fire, October 1979. 3:18 
Quebec, Social Club Fire, Jan. 1, 1980. 5:28 
Carpets: 
Nylon Shag, Factor in Fire. 1:53 
Catatytic CONVERTER: 
Firesafe, or Fire Problem? 6:51 
CeILinc SPACE: 
Concealed, Fire Spread Through. 3:18 
Fire Spread in. 4:17 
Fire Spread Through. 2:17 
Cerritos, CALIF.: 
Paper Products Warehouse Fire, Aug. 15, 1979. 1:19 
Cuain Saw: 
Gasoline, Vapors From Ignited by Wood Stove. 2:17 
Cuair: 
Fire Involving. 6:19 
Cnapais, QUEBEC: 
Social Club Fire, Jan. 1, 1980. 5:28 
Cuarceston, W. Va.: 
Apartment-for-Elderly Fire. Aug. 7, 1979. 2:19 
Cuerry Hitt, N.J.: 
School Fire, Aug. 18, 1979. 1:17 
Tank Truck Fire, Aug. 11, 1979. 1:20 
CHILDREN: 
Fire Problems of. 3:42 
CHILDREN AND CIGARETTE LIGHTER: 
Fire Caused by. 6:18 
CHILDREN AND MATCHEs: 
Fire Started by. 3:17; 6:17 
Cuimney Fires: 
Prevention of. 1:43 
Cuurcu Fires: 
Sudbury, Ontario, Canada, Oct. 11, 1979. 2:17 
Washington State, April 1980. 6:17 
CicarettTe LIGHTER: 
Fire Started by. 5:17, 18; 6:18 
CIGARETTES: 
Top Multiple-Death Residential Fire Igniter. 4:59 
CLareMont, N.H.: 
Industrial Complex Fire, June 6, 1979. 1:18 
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CLEVELAND, On10: 

Metal Products Manufacturing Plant Fire, Aug. 13, 1979. 1:19 
CoMMUNICATIONS: 

Break Down During Fire. 2:70 
COMPARTMENTATION;: 

Lack of, Factor in Fatal Fire. 4:28 

Lack of, Factor in Fire Spread. 3:27, 143 

Limited Fire Spread. 2:42 
Concorp, Cauir.: 

Rapid Transit System Fire, June 4, 1979. 3:56 
Concorp, N.C.; 

Textile Plant Fire, Jan. 31, 1979. 5:75 
CONDOMINIUM Fire: 

Solana Beach, Calif., June 9, 1979, 5:72 
CONDOMINIUM-UNDER-CONSTRUCTION Fire: 

California, March 1980. 6:18 
CONFLAGRATION: 

Wood-Shingle Roofs, Houston, Tex., July 31, 1979. 
CONNECTICUT: 

Boarding Home Fire, June 1980, 6:17 
CONNELLSVILLE, Pa.: 

Boarding Home Fire, April 1979. 4:63, 87 
CREOSOTE: 

Controlled Burning to Prevent Accumulation of. 1:4 

Solving the Problem of. 1:43 
CuTTING-AND-WELDING OPERATIONS: 

Fire Caused by. 1:19; 5:20; 6:19, 91 


D 


Dattas, Tex.: 
Buildings-under-Construction Fire, Sept. 16, 1979. 
DECORATIONS: 
Fire Involving. 5:28 
Deer Park, Tex.: 
Ship Fire, Sept. 1, 1979. 5:80 
DEPARTMENT STORE Fires: 
Florida, March 1980. 5:19 
Manchester, England, May 8, 1979. 3:25 
New York, N.Y., June 14, 1979. 3:28 
DETECTION AND ALARM SYSTEMS: 
False Alarms from. 1:57 
Principles of. 1:57 
Tests of for Residences. 1:57 
Detection System, Heat, SATISFACTORY PERFORMANCE, 1:17; 2:17; 3:19 
Detection System, SMOKE, SATISFACTORY PERFORMANCE. 2:19; 3:19 
Detection SysTEMs: 
Environmental! Effects on, 1:57 
Detectors, Heat, SATISFACTORY PERFORMANCE. 5:17, 20 
Derecrors, Heat, UNsatisFactory PERFORMANCE: 
Inadequate for Hazard, 4:18 
Derecrors, SMOKE, SATISFACTORY PERFORMANCE. 2:17, 19; 3:44; 4:17, 90; 
5:18; 6:20 
Derecrors, SMOKE, UNSATISFACTORY PERFORMANCE: 
Alarm Not Heard Due to Other Noises. 2:17 
Discovery DeLayen: 
Aircraft Closed Tightly, 2:22 
Disti-very Fire: 
Pekin, Ill., March 20, 1979. 5:75 
Dock Fire: 
Washington State, June 1979. 3:20 
Door, Corripor: 
Open, Smoke Spread Through. 4:71 
Door, STAIRWAY: 
Closed, Stops Fire Spread. 4:66 
Doors: 
Open, Fire Spreads Through. 3:18 
Open, Smoke Spreads Through. 2:50; 6:28 
Solid Core, Prevented Smoke Spread. 3:44 
Doors, APARTMENT: 
Open, Smoke Spreads Through. 2:19 
Smoke Spreads Through. 2:21 
Doors, Room: 
Closed, Prevented Fire Spread. 1:56 
Hardwood Panel. 2:45 
Open, Fire Spread Through. 6:19 
Dormitory Fires: 
lowa, July 1980. 6:19 
New York, April 1980. 6:18 
Oklahoma, December 1979. 5:18 
Dust: 
Wood, Ignited by Cigarette. 1:19 
Dust Exp.osions: 
Wood. 4:18 
DWELLING Fires: 
Bessemer, Ala., Jan. 15, 1979. 4:68 
California, December 1979. 4:17 
Leominster, Mass., Nov. 30, 1979. 2:17 
Massachusetts, February 1980. 5:18 
Mechanic Falls, Me., Dec. 13, 1979. 2:17; 4:68 
Ohio, October 1979. 4:17 
Peabody, Mass., Aug. 30, 1979. 2: 
Pennsylvania, February 1980. 5:18 
Pennsylvania, June 1979. 3:17 
Randolph, N.J., Feb. 2, 1979. 4:68 
Santa Ana, Calif., May 8, 1979. 4:69 
Texas, March 1980. 6:17 
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Virginia, December 1979. 3:17 
Wisconsin, April 1980. 6:18 


Epson, N.J.: 

Warehouse Fire, Jan. 17, 1979. 5:79 
EpiroriaLs: 

Energy and the Eighties. 1:3 

Heating Homes Safely. 6:3 

Razing the Roof. 2:3 

Solving the Burn Problem. 3:5 

Strike, Lockout, or Arbitrate? 4:3 

Toward Better Numbers on Fire. 5:3 
Ecress: 

Insufficient for Escape. 2:45 
ELpeR.y: 

Fire Problems of the. 3:41 
Exectric Sus-STaTION Fire: 

Pennsylvania, April 1980. 5:19 
ELectricAL-EQuipMENT Fires: 

Agitator or Lighter on Alcohol Tank. 5:79 

Computer Memory Circuit Board. 6:20 

Conveyor Belt. 4:19 

Freezer. 5:19 

Hot Mop. 4:20 

Neon-Sign Transformer. 6:19 

Television Set. 4:69 

Transformer Fault. 5:19 
ELecTRICAL Fires: 

Boarding Home, Farmington, Mo. 4:66 

Coffee Urn, Overheated. 6:17 

Defective Wiring. 5:20 

Fault on Feeder Circuit. 3:17 

Fuse Box, Boarding Home, Connellsville, Pa. 4:66 

Recessed Light Fixture. 4:17, 18 

Short Circuit. 5:79 

Short Circuit Ignites Exhaust Duct. 3:19 

Static Discharge Ignites Vapors. 3:19 

Telephone Cable Vault, Marshfield, Mass. 

Wiring. 5:20 
Eectricat Power Faure: 

Cooling System Stops Due to, Fire Results. 
ELectROnics Fire: 

Santa Clara, Calif., Oct. 24, 1979. 2:21 
ELevator: 

Fire Started in. 5:18 
ELevaTor SHAFT: 

Smoke Spreads up. 2:70 
EMPLOYEES: 

Actions of Save Lives. 5:17 

Followed Emergency Plan. 3:45 

Help Fire Fighters Evacuate Patients. 3:45 

Prompt Action of, Limits Effects of Fire. 5:20 
ENGLAND (See also United Kingdom): 

Manchester, Department Store Fire, May 8, 1979. 3:25 
EscCALaTors: 

Enclosed, Limit Fire Spread. 3:30 

Smoke Spreads Through Openings. 3:26 
EvacuatTION: 

Department Store, Successful. 3:30 

Hospital, Successful. 2:42, 69; 6:26 

School, Successful. 5:17 

Well-Organized, The Exception in Fires. 
Everett, WaSsH.: 

Pier and Warehouse Fire, July 10, 1979. 
Exits: 

Inadequate, Factor in Fatal Fire. 4:28 
EXxPLosions: 

Dust. 5:21 

Fuel Oil. 6:91 

Gas. 5:75 

Gasoline. 6:19, 32 

Gasoline Vapors. 2:17; 5:80; 6:20 

Propane. 6:33 

Sawdust. 3:19 

Wood Dust. 4:18 
EXPLosives: 

Chemicals in College Laboratory. 3:17 
Exposure Fire: 

Apartment Complex. 4:18 
ExtincuisHer, Dry CHEMICAL, UNSATISFACTORY PERFORMANCE. 1:19 
ExtincuisHers, CARBON Dicxipe, INEFFECTIVE: 

Fire Too Large. 4:31 
ExTINcuisHErs, CARBON Dioxipe, SATISFACTORY PERFORMANCE. 2:21 
ExtincuisHers, CARBON Dioxipe, UNSATISFACTORY PERFORMANCE: 

Fire Too Advanced. 3:19 
ExtincuisHers, Dry CHEMICAL, SATISFACTORY PERFORMANCE. 3:19; 4:18; 6:20 
ExrincuisHinc System, Dry CHEMICAL, UNSATISFACTORY PERFORMANCE: 

Inadequate for Hazard. 4:18 


Fan, VENTILATION: 
Near Exit, Draws Smoke to Exit. 5:29 


Fans, ExHaust: 
Spread Fire. 1:18 
FarmincTon, Mo.: 
Boarding Home Fire, April 2, 1979. 4:66, 87 
Fire Boat: 
Water from Helps Extinguish Dock Fire. 3:20 
FIREBRANDS: 
Spread by Winds. 6:18 
Fire Deatus: 
1979, Total of. 5:52 
Fire DEPARTMENT OPERATIONS HAMPERED: 
Access to Building Restricted. 6:18 
Communications System Broke Down. 2:70 
Dead-Bolt Locks on Doors. 3:20 
Delayed Alarm. 5:21 
Fence Blocked Hydrant. 4:18 
Fire Alarm Inaccessible. 5:18 
Grass Fire Limits Access to Main Fire. 4:20 
Heavy Smoke, Inoperative Hose Stations, Partitions. 6:21 
Inadequate Equipment. 5:30 
Inadequate Water Supply. 4:20 
Inoperative Hydrant. 4:18 
Insufficient Manpower. 4:20; 5:21 
Limited Water Supply. 5:21 
Malfunctioning Fire Pump, Frozen Piping. 4:70 
Malfunctioning Radio Disrupts Communications. 1:28 
Method of Storage Made Access Difficult. 3:20 
Narrow Roads, Parked Cars, Steep Terrain. 2:22 
Notification Delayed Due to Dead Phone. 5:20, 21 
Plexiglass Windows Difficult to Break. 1:17 
Poor Hydrant Spacing, Lack of Access. 6:32 
Rough Terrain. 5:21 
Smoke and Heat Slow Fire Fighters. 2:21 
Standpipe Inoperable During Fire. 1:17 
Stored Ammunition Exploding. 4:19 
Stored Materials Complicate Attack. 6:20 
Unfamiliarity with Building. 4:20 
Visibility Reduced by Smoke. 1:19 
Fire-FicHter Fatauity. 3:32 
Fire-FiGHTER OperaTIONS HAMPERED: 
Heat and Smoke Extreme. 3:26 
Fire Loss, U.S.: 
1979, Study of. 5:52 
Fire REseaRcH: 
Relevance of to Fire Protection. 1:63 
FiresaFETY EDUCATION: 
Teaching Firesafety on Campus. 1:11 
What's Happening in Campus Firesafety .. . An Update. 6:11 
Fire STATION Fire: 
Lambertville, N.J., April 14, 1979. 1:20 
Fire STATIONS: 
Computers Used in Station Location. 5:34 
Firestops: 
Lack of, Contribute to Fire Spread. 5:20 
Fire Tests: 
Roll Paper. 5:43 
Upholstered Chairs. 2:35 
Fireworks: 
Explosion. 5:18 
Fire Involving. 6:18 
Firneworks-STAND Fire 
Wyoming, June 1980. 5:18 
Flammable Fabrics Act 
Regulation of Upholstered Furniture Allowed by. 3:82 
FLAMMABLE, ComBusTIBLE Liguips: 
Used to Ignite Apartment Fire. 4:20 
Used to Ignite Lumber. 4:20 
FLAMMABLE, CoMBUSTIBLE Liguips Fires: 
Alcohol. 4:19; 5:79 
Cherry Hill, N.J., Aug. 18, 1979. 1:17 
Cooking Oil. 1:20 
Ether. 3:17 
Fuel Oil. 6:91 
Gasoline. 1:18; 4:18; 5:80; 6:19, 32 
Gasoline, Acetone, Paint, Thinner. 5:20 
Gasoline Vapors Ignited by Pilot Light. 4:69 
Kerosine. 6:91 
Naptha. 5:19 
Oil. 4:18, 20 
Ontario, Canada, Oct. 11, 1979. 2:17 
Propane. 6:33 
Seattle, Wash., Oct. 8, 1979. 2:22 
West Sacramento, Calif., Aug. 30, 1979. 
FLASHOVER: 
Department-Store Fire. 3:31 
Fioripa: 
Aircraft Fire, Oct. 26, 1979. 2:22 
Department-Store Fire, March 1980. 5:19 
Fuel Tank Explosion, Nov. 20, 1979. 6:91 
Warehouse Fire, May 1980. 6:21 
Fue: 
Faulty, Fire Caused by. 4:17 
Foam, Protein: 
Satisfactory Performance. 1:20 
Foop-Processinc PLANT Fire: 
Oregon, January 1980. 5:21 
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FRATERNAL CLUuB Fire: 
New York State, March 1980. 6:17 
FREIGHT TERMINAL Fire: 
Louisiana, November 1979. 4:20 
Furniture, UPHOLSTERED: 
Fire Involving. 3:27; 6:19 
Fire Tests of. 2:35 
Industry Standard to Improve Safety of. 3:80 
Material First Ignited in Multiple-Death Home Fires. 4:59 


G 


Gatveston, Tex.: 

Ship Fire, Nov. 1, 1979. 4:68 
Garace Fire: 

New York State, November 1979. 3:20 
GarpacE Truck Fire: 

Hot Ashes Inside Truck Ignite Garbage. 5:21 
Gas Fires AND ExPLosions: 

Ammonia. 5:20 
GASOHOL: 

Extinguishing Fires Involving. 2:60 
GASOLINE: 

Spill Fire. 6:32 


Gaso.ine Fires (See also Flammable, Combustible Liquids Fires): 


Tank Truck, Cherry Hill, N.J., Aug. 11, 1979. 1:20 
Used for Cleaning, Hanover Township, Pa. 1:18 
GasoLine Service-STATION Fires: 
Massachusetts, October 1979. 4:18 
North Carolina, April 1980. 6:19 
Georcia: 
Railroad Repair Shed Fire, April 1979. 3:20 
GLuvE: 
Fire Involving. 3:17 
Grain ELEvaTors: 
Fire Protection for. 3:13] 
Grant, Rosert W.: 
Interview with. 2:27 
NFPA’s New President. 2:27 
GREASE Fire: 
Apartment for Elderly. 2:19 
Grocery Store Fire: 
Woodland Hills, Calif., June 16 & 21, 1979. 1:18 


H 


Hatrway House Fire: 

Washington, D.C., April 11, 1979. 2:45; 4:66 
HANDICAPPED PERSONS: 

Fire Problems of. 3:42 
Hanover Townsuip, Pa.: 

Service-Station Fire, Sept. 9, 1979. 1:18 
Harrison, ARK.: 

Telephone Exchange Building Fire, Jan. 17, 1979. 5:75 
HawesviL_e, Ky.: 

Mill Fire, Feb. 23, 1979. 5:75 
Hazarpous MATERIALS: 

Union Pacific's Program for Transport of. 6:36 
Heat Derectors, SATISFACTORY PERFORMANCE. 6:18 
HEATING-AND-CooKING EQUIPMENT: 

Wood-Burning Stoves. 6:58 
HEATING-AND-CooKING EQuiIPMENT Fires: 

Gas Heater, Fire Started by. 4:68 

Gas-Range Pilot Ignites Glue Vapors. 3:17 

Pot-Belly Stove, Fire Involving. 6:17 

Water Heater Ignites Paper, Cardboard. 1:18 

Water Heater, Spark From Ignites Oil. 4:20 

Wood Stove Too Close to Combustibles. 3:18 
Hicksvitte, N.Y.: 

Manufacturing Plant Fire, Aug. 9, 1979. 5:79 
HicH-Pitep Stock: 

Fire Spread by. 1:20 
Hicu-Rise ApartMent House Fire: 

Arlington County, Va., Feb. 6, 1980. 4:70 
Hicu-Rise Orrice Buicpinc Fire: 

Michigan, December 1979. 3:18 
Hosoxen, N.J.: 

Tenement Fire, Jan. 20, 1979. 4:63 
Hose STaTIONs: 

Interior, Inoperative, Hamper Fire Fighting. 6:21 
Hosprrav Fires: 

California, July 1979. 4:17 

Montreal, Quebec, May 30, 1980. 6:26 

New Orleans, La., July 4, 1979. 2:65 

Pennsylvania, September 1979. 4:17 

Woodbridge, Va., May 29, 1979. 2:41 
Hosprtat Lasoratory Fire: 

Jacksonville, Tex., May 21, 1979. 1:17 
Hore Fires: 

Austin, Minn., Jan. 15, 1979. 4:69 

Cambridge, Ohio, July 31, 1979. 1:52; 4:67 

Ogden, Utah, Dec. 7, 1979. 4:69 
Houston, Tex.: 

Conflagration, July 31, 1979. 1:25 
HuMaN Benavior: 

In a Nursing Home Fire. 3:44 
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Physiological Aspects of. 3:39 
Special Populations. 3:41 
Survey of Research in. 3:35 


ILLINOIS: 
Aerosol Can-Filling Plant Fire, April 1980. 5:20 
Cendy-Manufacturing Plant Fire, January 1980. 5:20 
Church Fire, Dec. 19, 1979. 5:72 
Distillery Fire, March 20, 1979. 5:75 
Manufacturing Plant Fire, May 1979. 3:19 
Paper-Manufacturing Plant Fire, April 1980. 5:19 
Supermarket Fire, May 5, 1979. 1:17 

INceNb1ARY (Suspicious) Fires: 
Apartment Building, California, August 1979. 4:17 
Apartment Building, Maryland, April 1980. 6:18 
Apartment Building, Wichita, Kans., Aug. 15, 1979. 2:19 
Apartment-Building-under-Construction, Calif., Aug. 1979. 
Brush Fire, Los Angeles, Calif., Sept. 11-13, 1979. 5:80 
Brush Fire, Los Angeles, Calif., Sept. 16, 1979. 2:22 
Church, Sudbury, Canada, Oct. 11, 1979. 2:17 
Condominiums, Solana Beach, Calif., June 9, 1979. 5:72 
Department Store, Florida, March 1980. 5:19 
Dormitory, New York State, April 1980. 6:18 
Grocery Store, Woodland Hills, Calif., June 16 & 21, 1979. 
Hospital, Montreal, Quebec, May 30, 1980. 6:26 
Hospital, New Orleans, La., July 4, 1979. 2:65 
Hotel, Ogden, Utah, Dec. 7, 1979. 4:69 
Jail, Louisiana, March 1980. 5:17 
Lumber Yard, Montana, July 1979. 4:19 
Manufacturing Plant, W. Sacramento, Calif., Aug. 30,, 1979. 2:21 
Packing Plant, California, May 10, 1979. 5:75 
School Dormitory, Oklahoma, December 1980. 5:18 
School, Cherry Hill, N.J., Aug. 18, 1979. 1:17 
School, Massachusetts, November 1979. 3:17 
School, Portland, Ore., May 29, 1979. 5:72 
Shopping Center, lowa, October 1979. 3:18 
Tenement, Hcboken, N.J., Jan. 20, 1979. 4:63 
Warehouse, Fiorida, May 1980. 6:21 
Warehouse, New Jersey, March 1980. 5:20 
Warehouse, Trenton, N.J., March 1, 1979. 5:79 
Warehouse, Seattle, Wash., Oct. 8, 1979. 2:22 
1979, Total of. 5:53 

InpusTRIAL-CoMPLi) Fires: 
Claremont, N.}°., June 6, 1979. 1:18 
New Jersey, August 1980. 6:20 

INSULATION: 
Fire Involving. 4:17 
Fire Performance of. 6:67 
Improperly Installed, Fire Involving. 4:18 
Information on. 1:15 
Transformer Too Close to, Overheats. 6:19 

INTERIOR FINISH: 
Combustible, Factor in Fatal Fire. 4:28 
Combustible, Factor in Fire Spread. 4:69; 5:28 
Combustible, Fire Spread Along. 4:66 
Combustible, Fire Spread by. 3:18; 4:68; 6:17, 19 
Combustible, Fire Spread up. 4:68 
Fiberboard, Fire Spreads Through. 2:19 
Vinyl, Fire Spread Over. 1:53 
Wood Trim, Fire Spreads Over. 2:45 

Iowa: 
Dormitory Fire, July 1980. 6:19 
Shopping Center Fire, October 1979. 3:18 


Jackson, TENN.: 

Boarding Home Fire, Jan. 26, 1979. 4:69 
JACKSONVILLE, TEX.: 

Hospital Laboratory Fire, May 21, 1979. 1:17 
Jai Fire: 

Lancaster, S.C., Dec. 17, 1979. 4:23, 63 

Louisiana, March 1980. 5:17 


Kansas: 

Apartment Building Fire, Aug. 15, 1979. 2:19 
KENNEL Fire: 

Virginia, February 1980. 3:18 
KENTUCKY: 

Mill Fire, Feb. 23, 1979. 5:75 


LasoraTory Fires: 

College, California, February 1979. 3:17 

Maryland, April 1980. 5:19 

Medical, Michigan, December 1979. 3:18 

Radioactive Compounds, Massachusetts, February 1980. 4:18 
Lake Superior, MICH.: 

Ship Fire, June 5, 1979. 5:80 





LAMBERTVILLE, N.J.: 
Fire Station Fire, April 14, 1979. 1:20 
Lancaster, S.C.: 
Jail Fire, Dec. 17, 1979. 4:23, 63 
Larce-Loss Fires, U.S.: 
1979, Study of. 5:70 
Larce-Loss-or-Lire Fires (10 or More Deaths): 
Cambridge, Ohio (Hotel) (10). 1:52; 4:67 
Connellsville, Pa. (Boarding Home) (11). 4:63 
Farmington, Mo. (Boarding Home) (25). 4:66 
Galveston, Tex. (Ship) (32). 4:68 
Hoboken, N.J. (Tenement) (21). 4:63 
Lancaster, S.C. (Jail) (11). 4:23, 63 
Manchester, England (Department Store) (10). 3:25 
Mexico (Airplane) (73). 4:20 
Pioneer, Ohio (Boarding Home) (14). 4:28 
Washington, D.C. (Halfway House) (10). 2:45; 4:66 
LEOMINSTER, Mass.: 
Dwelling Fire, Nov. 30, 1979. 2:17 
LicHTER, CIGARETTE: 
Child Playing with Starts Fire. 4:18, 28 
LIGHTNING: 
Fire Caused by. 5:80 
LookiNG aT Fire Hazarps: 
Design Responsibilities in Fire Protection of Offshore Oil and Gas 
Platforms. 2:8 
Los ANGELEs, CALIF.: 
Apartment Building Fire, Oct. 29, 1979. 2:19 
Brush Fire, Sept. 11-13, 1979. 5:80 
Brush Fire, Sept. 16, 1979. 2:22 
LoutsIANa: 
Freight Terminal Fire, November 1979. 4:20 
Hospital Fire, July 4, 1979. 2:65 
Jail Fire, March 1980. 5:17 
Manufacturing Plant Fire, February 1980. 4:19 
LuMBER YARD Fire: 
Montana, July 1979. 4:19 
LuTHERAN MepicaL CENTER: 
Designed with Sprinkler Option. 4:34 


M 


MAINE: 
Dwelling Fire, Dec. 13, 79. 2:17; 4:68 
MAINTENANCE Suop Fire: 
Utah, January 1980. 5:21 
MANCHESTER, ENGLAND: 
Department Store Fire, May 8, 1979. 3:25 
MANUFACTURING PLANT Fires: 
Boats, Washington State, April 1980. 5:20 
Candy, Illinois, January 1980. 5:20 
Detergents, Louisiana, February 1980. 4:19 
Electrical Equipment, Minnesota, December 1979. 3:19 
Electrical Equipment, Sacramento, Calif., Aug. 30, 1979. 2:21 
Electronics, California, July 1980. 6:20 
‘lectronics, Santa Clara, Calif., Oct. 24, 1979. 2:21 
Metal Products, Cleveland, Ohio, Aug. 13, 1979. 1:19 
Paint, Illinois, May 1979. 3:19 
Paper, Illinois, April 1980. 5:19 
Paper Pulp Mill, Wisconsin, January 1980. 4:19 
Plywood Finishing, Oregon, November 1979. 3:19 
Semi-Conductors, Hicksville, N.Y., Aug. 9, 1979. 5:79 
Textiles, Concord, N.C., Jan. 31, 1979. 5:75 
MARSHFIELD, Mass.: 
Telephone Exchange Fire, Oct. 21, 1979. 2:21 
MARYLAND: 
Apartment Building Fire, April 1980. 6:18 
Laboratory Fire, April 1980. 5:19 
Nursing Home Fire, April 13, 1979. 3:44 
Warehouse Fire, March 3, 1979. 5:80 
MaryvILLLe, Mo.: 
School Fire, July 24, 1979. 5:72 
MASSACHUSETTS: 
Dwelling Fire, February 1980. 5:18 
Dwelling Fire, Aug. 30, 1979. 2:17 
Dwelling Fire, Nov. 30, 1979. 2:17 
Electrical Fire, Oct. 21, 1979. 2:21 
Gasoline Service-Station Fire, October 1979. 4:18 
Laboratory Fire, February 1980. 4:18 
Office Fire, May 1980. 5:18 
School Fire, November 1979. 3:17 
Warehouse Fire, February 1980. 6:21 
MECHANIC FALts, ME.: 
Dwelling Fire, Dec. 13, 1979. 2:17; 4:68 
MepicaL CentER, LUTHERAN: 
Designed with Sprinkler Option. 4:34 
Mexico: 
Airplane Crash, October 1979. 4:20 
M 1aMI, Fia.: 
Aircraft Fire, Oct. 26, 1979. 2:22 
MICHIGAN: 
Bulk Storage Plant Fire, June 7, 1979. 6:32 
Bulk Storage Plant Fire, June 26, 1979. 6:33 
Office Building Fire, December 1979. 3:18 
Store Fire, August 1980. 6:19 


MILL Fire: 

Aluminum, Hawesville, Ky., Feb. 23, 1979. 5:75 
MINNESOTA: 

Hotel Fire, Jan. 5, 1979. 4:69 

Manufacturing Plant Fire, December 1979. 3:19 
MIssIssIPPt: 

Warehouse Fire, February 1979. 3:20 
Missouri: 

Boarding Home Fire, April 2, 1979. 4:66, 87 

College Fire, July 24, 1979. 5:72 
Mosite Home Fire: 

Port Allegany, Pa., Nov. 3, 1979. 2:17 
MONTANA: 

Lumber Yard Fire, July 1979. 4:19 
MONTREAL, QUEBEC: 

Hospital Fire, May 30, 1980. 6:26 
Mote Fire: 

Pennsylvania, December 1979. 3:17 
Muttipce-DeaTH Fires: 

Losses, 1979. 4:58 


NATIONAL BuREAU OF STANDARDS: 
Fire Tests of Upholstered Chairs by. 2:35 
Study of Wood-Burning Stoves. 6:58 
NEBRASKA: 
School Fire, January 1980. 5:18 
New HampsHire: 
Industrial Complex Fire, June 6, 1979. 1:18 
New Jersey: 
Dwelling Fire, Feb. 2, 1979. 4:68 
Fire-Station Fire, April 14, 1979. 1:20 
Industrial Complex Fire, August 1980. 6:20 
School Fire, Aug. 18, 1979. 1:17 
Tank Truck Fire, Aug. 11, 1979. 1:20 
Tenement Fire, Jan. 20, 1979. 4:63 
Warehouse Fire, Jan. 17, 1979. 5:79 
Warehouse Fire, March 1980. 5:20 
New Or-eans, La.: 
Hospital Fire, July 4, 1979. 2:65 
New Propucts. 5:23; 6:14 
New York STATE: 
Department Store Fire, June 14, 1979. 3:2 
Dormitory Fire. April 1980. 6:18 
Fraternal Club Fire, March 1980. 6:17 
Garage Fire, November 1979. 3:20 
Manufacturing Plant Fire, Aug. 9, 1979. 
Rapid Transit System Fire, Sept. 8, 1979. 
New York, N.Y.: 
Department Store Fire, June 14, 1979. 3:28 
Rapid Transit System Fire, Sept. 8, 1979. 3:59 
NFPA Boarp oF Directors: 
Meeting, Boston, Mass., Dec. 7-8, 1979. 2:84 
Meeting, Boston, Mass., June 16-17, 1980. 6:75 
Report, 1980. 4:77 
NFPA Boarp or Directors MEETING: 
Boston, Mass., Dec. 7-8, 1979. 2:84 
Boston, Mass., June 16-17, 1980. 6:75 
NFPA Cones AND STANDARDS, GENERAL INTEREST ITEMs: 
No. 13. 6:44 
No. 13D. 6:44 
Sprinkler Option in No. 101. 4:34 
NFPA PresiDENT: 
Report of, 1980. 4:82 
Robert W. Grant, Interview with. 2:27 
NFPA Sranparps Councit MEETINGs: 
Boston, Mass., Aug. 14-15, 1979. 1:76 
Boston, Mass., June 18-19, 1980. 6:86 
Boston, Mass., Oct. 23-24, 1979. 3:120 
Fort Myers, Fla., Jan. 8-9, 1980. 4:11 
Washington, D.C., April 1-2, 1980. 6:82 
NFPA TecunicaL Commirree Reports: 
Aviation, 1980 Report of. 5:86 
Boiler-Furnace Explosions, 1980 Report of. 5:86 
Building Construction, 1980 Report of. 5:86 
Dry Chemical Extinguishing Systems, 1980 Report of. 5:87 
Dust Explosion Hazards, 1980 Report of. 5:87 
Electrical Equipment Maintenance, 1980 Report of. 5:87 
Electrical Metalworking Machine Tools and Plastics Processing Machinery, 
1980 Report of. 5:87 
Firesafety Symbols, 1980 Report of. 5:87 
Libraries, Museums and Historic Buildings, 1980 Report of. 5:88 
Lightning Protection, 1980 Report of. : 
Marine Fire Protection, 1980 Report of. 
National Electrical Code, 1980 Report of. 
Piers and Wharves, 1980 Report of. 5:93 
Signaling Systems, 1980 Report of. 5:93 
Storage, 1980 Report of. 5:94 
Water Extinguishing Systems, 1980 Report of. 5:94 
NFPA TecHNICAL COMMITTEES: 
Atomic Energy, 1979 Report. 3:108 
Building Construction, 1979 Report. 3:108 
Electrical Safety Requirements, 1979 Report. 3:108 
Finishing Processes, 1979 Report. 3:108 
Fire Hose, 1979 Report. 3:108 
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Fire Service Training, 1979 Report. 3:108 
Fire Tests, 1979 Report. 3:109 
Flammable Liquids, 1979 Report. 3:109 
Foam, 1979 Report. 3:109 
Garages and Parking Structures, 1979 Report. 3:109 
Industrial and Medical Gases, 1979 Report. 3:112 
Liquefied Natural Gas, 1979 Report. 3:112 
Ovens and Furnaces, 1979 Report. 3:112 
Signaling Systems, 1979 Report. 3:112 
Storage, 1979 Report. 3:116 
Water Extinguishing Systems, 1979 Report. 3:116 
NFPA TREASURER: 
Report of, 1980. 4:80 
NFPA 1979 AnNuaL Report. 3:89 
NortH CaROLina: 
Gasoline Service-Station Fire, April 1980. 6:19 
Textile Plant Fire, Jan. 31, 1979. 5:75 
Nuc.ear Power PLants: 
Fire Protection for. 4:51 
Nursinc Home Fires: 
Oregon, January 1980. 5:17 
Silver Spring, Md., April 13, 1979. 3:44 


oO 


OAKLAND, CALIF.: 
Rapid Transit System Fire, Nov. 29, 1979. 3:59 
Occupants: 
Lack of Response of, Factor in Fatal Fire. 4:28 
Orrice BuiLpinc Fire: 
High Rise, Michigan, December 1979. 3:18 
Orrice Fire: 
Massachusetts, May 1980. 5:18 
OrrsHore O1L PLATFORMS: 
Beryl A, Fire Protection of. 3:75 
Fire Protection of. 2:8 
Ocpen, Utan: 
Hotel Fire, Dec. 7, 1979. 4:69 
Onto: 
Boarding Home Fire, Nov. 11, 1979. 4:28 
Dwelling Fire, October 1979. 4:17 
Hotel Fire, July 31, 1979. 1:52; 4:67 
Metal Products Manufacturing Plant Fire, Aug. 13, 1979. 1:19 
Ship Fire, Dec. 29, 1979. 5:85 
Warehouse Fire, August 1979. 4:19 
OKLAHOMA: 
Dormitory Fire, December 1979. 5:18 
Ontario, CANADA: 
Flammable, Combustible Liquids Fire, Oct. 11, 1979. 2:17 
OREGON: 
Building-under-Construction Fire, January 1980. 5:21 
Food-Processing Plant Fire, January 1980. 5:21 
Manufacturing Plant Fire, November 1979. 3:19 
Nursing Home Fire, January 1980. 5:21 
School Fire, May 29, 1979. 5:72 
Store Fire, April 1980. 6:19 
Warehouse Fire, June 1980. 5:21 


PACKING PLANT Fire: 
Santa Paula, Calif., May 10, 1979. 5:75 
PADLOCK: 
Malfunctions, Prevents Escape. 4:25 
Panic: 
Not Common ina Fire. 3:38 
Paper MILL Fire: 
British Columbia, Canada, November 1979. 3:19 
Paper Propucts WAREHOUSE Fire: 
Cerritos, Calif., Aug. 15, 1979. 1:19 
Everett, Wash., July 10, 1979. 1:19 
Paper Pup Mit Fire: 
Wisconsin, January 1980. 4:18 
ParTITIONs: 
Nonfirestopped, Fire Spread Through. 2:17 
Peasopy, Mass.: 
Dwelling Fire, Aug. 30, 1979. 2:17 
Pekin, ILL.: 
Distillery Fire, March 20, 1979. 5:75 
PENNSYLVANIA: 
Boarding Home Fire, April 1979. 4:63, 87 
Dwelling Fire, February 1980. 5:18 
Dwelling Fire, June 1979. 3:17 
Electric Sub-Station Fire, April 1980. 5:19 
Hospital Fire, September 1979. 4:17 
Mobile Home Fire, Nov. 3, 1979. 2:17 
Motel Fire, December 1979. 3:17 
Rapid Transit System Fire, Sept. 6, 1979. 3:56 
Service-Station Fire, Sept. 9, 1979. 1:18 
PHILADELPHIA, Pa.: 
Rapid Transit System Fire, Sept. 6, 1979. 3:56 
Pier AND WAREHOUSE Fire: 
Everett, Wash., July 10, 1979. 1:19 
Pioneer, Ou10: 
Boarding Home Fire, Nov. 11, 1979. 4:28, 67 
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Pipe CHASE: 

Fire Spread up. 4:90 
Poke-THROUGHS: 

Fire Spread Through. 4:18 
Port ALLEGANY, Pa.: 

Mobile Home Fire, Nov. 3, 1979. 2:17 
PorTLAND, ORE.: 

School Fire, May 29, 1979. 5:72 
PREFIRE PLANNING: 

Results in Fire Control. 1:18 
PRINCETON UNIVERSITY: 

Fire Protection at. 3:128 
Princeton, ILL.. 

Supermarket Fire, May 5, 1979. 
PROPANE: 

Explosion. 6:33 

Spill Fire. 6:33 
Pump, Vacuum: 

Overheated, Fire Caused by. 4:18 


Q 


Quesec, CANapDa: 
Shopping Center Fire, October 1979. 3:18 
Social Club Fire, Jan. 1, 1980. 5:28 


R 


Rack STORAGE: 

Paper, Fire Involving. 2:22 
RaiLroap Repair SHED Fire: 

Georgia, April 1979. 3:20 
RaILaoaps: 

Union Pacific's Safety Program. 6:36 
Ranpotpu, N.J.: 

Dwelling Fire, Feb. 2, 1979. 4:68 
Rance, Gas: 

Pilot Light Ignites Glue Vapors. 3:17 
Rapip Transit System Fires: 

Concord, Calif., June 4, 1979. 3:56 

New York, N.Y., Sept. 8, 1979. 

Oakland, Calif., Nov. 29, 1979. 

Oakland, Calif., Dec. 12, 1979. 

Philadelphia, Pa., Sept. 6, 1979. 

San Francisco, Calif., Jan. 17, 1979. 

San Francisco, Calif., Jan. 22, 1979. 
Rapip TRANsitT SysTEMs: 

Fire Problems of. 3:55 
REACHING THE PuBLic: 

Fighting Fire with Film. 3:11 

Some Successful Community Campaigns for Residential Smoke 
Detectors. 5:11 

Teaching Firesafety on Campus. 1:11 

What's Happening in Campus Firesafety .. . An Update. 6:11 
Repair PLant Fire: 

Electrical Equipment, Alabama, December 1979. 3:20 
Riots: 

Fire Caused by. 6:21 
Rockrorp, ILv.: 

Church Fire, Dec. 19, 1979. 5:72 


San ANTONIO, TEx.: 
Auditorium Fire, Jan. 6, 1979. 5:71 
San Francisco, Cauir.: 
Bay Area Rapid Transit System Fire. 3:51 
Municipal Railway LRV Fire. 3:56 
Santa Ana, Cauir.: 
Dwelling Fire, May 8, 1979. 4:69 
Santa Ciara, Cauir.: 
Electronics Manufacturing Plant Fire, Oct. 24, 1979. 2:21 
SANTA Pauta, Cauir.: 
Packing Plant Fire, May 10, 1979. 5:75 
SCHOOL Fires; 
Cherry Hill, N.J., Aug. 18, 1979. 1:17 
College, Maryville, Mo., July 24, 1979. 5:72 
College Laboratory, California, February 1979. 3:17 
Dormitory, Oklahoma, December 1979. 5:18 
Elementary School, Nebraska, January 1980. 
High School, Portland, Ore., May 29, 1979. 
Prevention of (Teaching Firesafety on Campus). 1:11 
Private School, Massachusetts, November 1979. 3:17 
SeattLe, WasH.: 
Warehouse Fire, Oct. 8, 1979. 2:22 
Se_r-CoNTAINED BREATHING APPARATUS: 
Seal Improper, Smoke Gets Inside. 4:25 
Service-STATION Fire: 
Hanover Township, Pa., Sept. 9, 1979. 1:18 
Sup Fires: 
Freighter, Lake Superior, Mich., June 5, 1979. 5:80 
Oil Tanker, Deer Park, Tex., Sept. 1, 1979. 5:80 
Oil Tanker, Galveston, Tex., Nov. 1, 1979. 4:68 
Ore Carrier, Toledo, Ohio, Dec. 29, 1979. 5:85 
SHoppinc CENTER Fires: 
Iowa, October 1979. 3:18 





Quebec, Canada, October 1979. 3:18 
SILVER SPRING, Mb.: 
Nursing Home Fire, April 13, 1979. 3:44 
SMOKING AND MATCHES: 
Fire Caused by. 1:19; 2:19, 22, 41, 45; 3:20; 4:67; 5:71; 6:17, 19 
SMOKING IN Bep: 
Fire Caused by. 4:69, 70 
SMOKING MATERIALS: 
Fire Caused by. 5:17 
SociaL Cxus Fire: 
Chapais, Quebec, Jan. 1, 1980. 5:28 
SoLana Beacu, CALIF.: 
Condominium Fire, June 9, 1979. 5:72 
SouTH CAROLINA: 
Jail Fire, Dec. 17, 1979. 4:23, 63 
Spark, IGNITION: 
Fire Started by. 4:20 
SPARKS: 
Friction, Fire Caused by. 4:19 
Welding, Cause of Fire. 6:19 
SPARKS, FRICTION: 
Fire Caused by. 5:21 
SPONTANEOUS IGNITION: 
Black Liquor. 3:19 
SPRINKER PERFORMANCE: 
Defined. 3:64 
Statistics. 3:64 
SPRINKLER SYSTEMS: 
Residential, Field Tests of. 6:44 
SPRINKLERS: 
Are Trade-Offs Justified? 3:63 : 
Shut Off During Fire to Avoid Overflow Problems. 3:19 
SprinkLers Not a Factor IN Fire: 
Closed Valve. 5:75 
Electric Power Shut Off, Nullifying Fire Pump. 5:20 
Explosion Ruptures Main Supply Line. 5:21 
Insufficient Protection. 3:18 
Main Control Valve Shut Off. 5:19 
Shut Off. 1:20; 5:80 
Valve Shut Off Accidentally. 3:28 


SPRINKLERS, SATISFACTORY PERFORMANCE. 1:19; 2:21, 22, 41; 3:19, 20; 4:18, 19, 


20; 5:17, 20; 6:21 
SPRINKLERS, UNSATISFACTORY PERFORMANCE: 
Fire Too Large for System. 5:79 
Inadequate Design for Hazard. 5:20 
Obstructions in Piping. 5:21 
Stairs: 
Open, Fire Spread up. 6:17 
Stairway, OPEN: 
Fire Spread up. 1:52; 2:19, 45; 3:18; 4:68, 69 
STAIRWAYS: 
Open, Fire Spread up. 1:52; 2:19, 45; 3:18; 4:68, 69 
Open, Smoke Spreads up. 2:70 
STANDPIPE: 
Inoperable During Fire. 1:17 
STORAGE: 
High-Piled, Fire Involving. 1:19 
Improper, Fire Spread Through. 4:19 
Improper, of Combustible Materials, Factor in Fire. 4:23 
Store Fires: 
Florida, March 1980. 5:19 
Manchester, England, May 8, 1979. 3:25 
Michigan, August 1980. 6:19 
New York, N.Y., June 14, 1979. 3:28 
Oregon, April 1980. 6:19 
Princeton, Ill., May 5, 1979. 1:17 
Woodland Hills, Calif., June 16 & 21, 1979. 1:18 
Stove Fire: 
Improper Installation. 6:17 
Wood-Burning, Improperly Installed. 2:17; 4:68; 5:18 
Supsury, CANADA: 
Church Fire, Oct. 11, 1979. 2:17 
SUPERMARKET Fire: 
Princeton, Ill., May 5, 1979. 1:17 


TANK Farm Fire: 

California, December 1979. 6:20 

California, September 1979. 4:20 

Gasoline, Torrance, Calif., Dec. 3, 1979. 5:80 
TANK Truck Fire: 

Gasoline, Cherry Hill, N.J., Aug. 11, 1979. 1:20 
Tar: 

Propane Heaters Ignite. 6:18 
TELEPHONE EXCHANGE BUILDING Fire: 

Harrison, Ark., Jan. 17, 1979. 5:75 
TELEPHONE EXCHANGE Fire: 

Marshfield, Mass., Oct. 21, 1979. 2:21 
TELEVISION SET: 

Fire Started in. 4:69 
TENEMENT Fire: 

Hoboken, N.J., Jan. 20, 1979. 4:63 
TENNESSEE: 

Boarding Home Fire, Jan. 26, 1979. 4:69 


Texas: 
Apartment Building Fire, December 1979. 4:18 
Apartment Complex Fire, July 31, 1979. 1:25 
Apartment Complex Fire, July 1980. 6:18 
Auditorium Fire, Jan. 6, 1979. 5:71 
Buildings-under-Construction Fire, Sept. 16, 1979. 2:22 
Dwelling Fire, March 1980. 6:17 
Hospital Laboratory Fire, May 21, 1979. 1:17 
Ship Fire, Sept. 1, 1979. 5:80 
Ship Fire, Nov. 1, 1979. 4:68 
Warehouse Fire, June 29, 1979. 1:20; 5:80 
TEXxTILE-MANUFACTURING PLANT Fire: 
Concord, N.C., Jan. 31, 1979. 5:75 
ToLepo, Ono: 
Ship Fire, Dec. 24, 1979. 5:85 
Torrance, CALir.: 
Tank Farm Fire, Dec. 3, 1979. 5:80 
TRAINING: 
Pays Off for Hospital Employees. 2:65 
TRANSPORTATION: 
Automobile, Catalytic Converters for. 6:51 
Hazardous Materials on Rails. 6:36 
TRENTON, N.J.: 
Warehouse Fire, March 1, 1979. 5:79 
Truck Fire: 
Garbage Truck, Utah, January 1980. 5:21 
Truck-Loapinc Racks: 
Fire Protection for. 2:57 


U.S. Fine Experience: 
, Methodology for Study of. 
, Study of. 5:52 
Unitep Kincpom: 
England, Department Store Fire, May 8, 1979. 
UPHOLSTERED CHAIRS: 
Fire Tests of. 2:35 
UPHOLSTERED FURNITURE 
Fire Involving. 3:27 
Fire Tests. 2:35 
Industry Standard to Improve Safety of. 3:80 
Material First Ignited in Multiple-Death Home Fires. 4:59 
UpHOLsTERED FurNiTURE ACTION COUNCIL: 
Voluntary Standard of. 3:80 
Utan: 
Hotel Fire, Dec. 7, 1979. 4:69 
Maintenance Shop Fire, January 1980. 5:21 


Vapors, GASOLINE: 
Automobile Ignites While Starting. 6:20 
VERTICAL OPENINGS: 
Fire Spread up. 1:52 
Unprotected, Smoke Spread up. 6:26 
VIRGINIA: 
Apartment Fire, Oct. 13, 1979. 2:19 
Apartment House Fire, Feb. 6, 1980. 4:70 
Dwelling Fire, December 1979. 3:17 
Hospital Fire, May 29, 1979. 2:41 
Kennel Fire, February 1980. 3:18 


Ww 


WALL: 
Nonfirestopped, Fire Spread Through. 6:17 
WALL Coveninc: 
Vinyl, Fire Spread Along. 1:55 
WaALLs: 
Nonfirestopped, Fire Spread by. 3:18 
WaAREHOUSE Fires: 
Automotive Parts, Florida, May 20, 1980. 6:21 
Batt Insulation, Mississippi, February 1979. 3:20 
Building Supplies, Brentwood, Md., March 3, 1979. 5:80 
Computer Components, Massachusetts, February 1980. 6:21 
Dust Explosion, Oregon, June 1979. 5:21 
Food Products, Arlington, Tex., June 29, 1979. 1:20; 5:80 
Non-Food Groceries, Edison, N.J., Jan. 17, 1979. 5:79 
Ohio, August 1979. 4:19 
Paper Products, Cerritos, Calif., Aug. 15, 1979. 1:19 
Paper Products, Everett, Wash., July 10, 1979. 1:19 
Plastic Waste, Trenton, N.J., March 1, 1979. 5:79 
Rolled Paper, New Jersey, March 1980. 5:20 
Seattle, Wash., Oct. 8, 1979. 2:22 
Tool Supply, Texas, August 1979. 4:19 
Warehouse and Pier, Washington State, July 10, 1979. 1:19 
WASHINGTON STATE: 
Church Fire, April 1980. 6:17 
Dock Fire, June 1979. 3:20 
Manufacturing Plant Fire, April 1980. 5:20 
Pier and Warehouse Fire, July 10, 1979. 1:19 
Warehouse Fire, Oct. 8, 1979. 2:22 
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Wasuincton, D.C.: 
Halfway House Fire, April 11, 1979. 2:45; 4:66 
Water Suppcy Lines: 
Inadequate at Time of Fire. 1:30 
WaTERFLOW ALARM: 
Inoperative. 2:21 
West SACRAMENTO, CALIF.: 
Manufacturing Plant Fire, Aug. 30, 1979. 2:21 
West VircINia: 
Apartment-for-Elderly Fire, Aug. 7, 1979. 2:19 
Wicuita, Kans.: 
Apartment Building Fire, Aug. 15, 1979. 2:19 
WiuiaMssurc, Va.: 
Apartment Fire, Oct. 13, 1979. 2:19 
Wino: 
Factor in Fire. 6:18 
Factor in Fire Spread. 1:29; 3:20; 5:21 
Fire Spread by. 2:22 
WINDows: 
Plate Glass, Difficult to Break in Fire. 1:54 
Plexiglas, Difficult to Break. 1:17 
WISCONSIN: 
Apartment Building Fire, August 1979. 4:18 
Dwelling Fire, April 1980. 6:18 
Paper Pulp Mill Fire, January 1980. 4:18 


Babrauskas, Vytenis. 2:35 


Barris, James P. 3:63 
Bell, James R. 2:45, 65; 


Benedetti, Robert P. 1:15 


Berger, T. W. 2:57 


Woop: 

Problems in Heating with. 1:43 
Woop-Burninc STOvEs: 

Creosote Production from. 1:43 

Fire Caused by. 5:18 

Fire Involving. 6:58 

Heat from Ignites Gasoline Vapors. 

Improperly Installed. 3:18 

Improperly Installed, Fire Caused by. 
Woop-SHINGLe Roors: 

Fire Involving. 

Fire Spread by. 1:2: 

Two Fires Involving. 6:18 

Unsafe Anywhere. 2:3 
Woopsripce, Va.: 

Hospital Fire, May 29, 1979. 2:41 
Woop anp Hits, Cauir.: 

Grocery Store Fire, June 16 & 21, 1979. 1:18 
WYoMING: 

Fireworks-Stand Fire, June 1980. 5:18 


Y 


Ypsilanti, MICH,: 
Bulk Storage Plant Fire, June 26, 1979. 6:33 
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Burgun, J. Armand. 4:34 


Carter, Robert E. 4:40 
Cole, Marion. 5:13 
Conte-Russian, Dario L. 


Demers, David P. 1:52; ! 


Di Maio, Louis R. 2:60 
Di Nenno, Philip J. 3:44 
Favro, Philip C. 6:51 
Geaslin, E.R. 2:9 
Gluck, David G. 6:67 
Grant, Robert W. 4:82 
Grimes, Martin E. 4:3 
Hagan, Joseph R. 6:67 
Herman, L. Paul. 4:51 


Hipchen, Donald E. 6:67 


FIRE JOURNAL — JANUARY 


1981 


Holba, Martin S. 5:34 
Hottinger, J. J. 2:5 

Ignall, Edward. 1:63 
Jaffe, Herbert M. 3:131 
Johnson, Joseph E. 4:80 
Jones, B. K. 3:35 

Jones, Jon C. 4:58 

Karter, Michael J., Jr. 5:52 
Logue, Frank. 2:72 
Massingham, Gordon. 3:13 
Masten, Harry L. 3:128 
Moore, David A. 1:57; 6:44 
Pauls, J. L. 3:35 

Peacock, Richard D. 6:58 
Phillips, Anne W., M.D. 1:35 
Pignato, J. A. 2:57 
Redding, Donald. 5:70 
Schwalm, Norman D. 3:41 
Slye, O. M., Jr. 3:75 
Smith, Peter S. 5:43 

Stone, Richard L. 1:43 
Swersey, Arthur J. 1: 
Teague, Paul E. 2:3; 3:5, 80; 5:3; 6:3 
Wright, Charles J. 6:36 








